SUBJECT 


ie Approved For Release 2001/03/05 : CIA-RDP82-00457R000700040006-8 Fid 
CONFIDENTIAL Hl 
rpeeent a 


CENTRAL INTELLIGENCE GROUP oexia 
INTELLIGENCE REPORT 29X1A BG82E 


DATE: 
INFO. February, March 197 
2 . 
DIST. EX Juma 19h7 ; 
PAGES 2 
SUPPLEMENT 


1. The most important plants in Tallim at present are as follows: 


a. Central Distrigts - 
*Tallinna Paperivabrik® (Tallinn Paper Factory) 
Tellinmna Leivakombinaat” (Tallinn Bread Combine) 
tfallinna Vineerie-ja Mééblivabrik" (Tallinn Plywood and Furniture Plant, 
formeriy A/S 4.M. Luther) . 
wy Wingissepa"or "Tsellulose-je Paporivabcik" (Gellulose and Paper Factory) 
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b. Kalinin District 4 
Palinini® of “Vedurirenontitehas"” (Kalinin Locomotive Repair Plant) i 
Balti Puoviill Manufaktuur" (Baltic Gotton Mamifacturing Co.) 
"Volta", an alectromotor plant 
"Tinarine™, a machine plant 
"Yaga", a wagon factory 
Wikis Pehas No. 9" (State Plant Jo, 9), a machine plant 
SJound Veit" (dune Victory), a textile plent 
"ETKY, Masinatehas" (ETKVL Mechine Factory) 

“Pohjola Guumivabriic’ (Pahjele Rubber Factory) 


&. Seaside District 
"Yeret®, a textile plat 
Sleek", a tobacco plant 
FAhto", a tobacco plant 
®Avata", an accumulator factory 
"Kukewelit®, a big cement. factory which is under construction 
"41 linna Meretehas" (Marine Plant) and "Tallimia Sadematehased” (shipyards) 


d. Nowe District 


"Si likeat", a silicate plant 
*ivarta", a silicate plant 


* The deverment is located in Central District; Kalinin District is 
the industrial section; Seaside District consista of the pert and 
ite surroundings; and Néitme is a residential suourd. 


OO ie 
@, The well know machine plant "Krull® or "Panane Xruli" is conspicuously 
omititad from the above List. It dees not appear in any industrial news 
item regarding Tallinn, furthermore. Obvieugly the plant hae bee renamed 
ant ig now either “State Plant No. 9" or “Locomotive Repair Plant ‘alinin", 
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2. The following is reported regarding the Msatonian industries: 


Be 
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The Volta lectromotor Plant in Tallinn, which is owned by Russia and is 
subject directly to the JscoR iinistry of Electric Industry, employs at 
ieast 300 workers. It was heavily damaged during the war and is still 
being repaired. During 1946 a big foundry with two melting-ovens ad 
152 new work benches were installed. At present three new types of 
electromotors are being produced. The New Five Year Plan provides for 
an investment of thirteen million rubles in this plant, which produces 
only for Russia. The nuaber of workers is to be raised to 2,000 by 1950. 


Wthiklik Tehas 9" is owned by the USSR and is being managed by a Russian, 25X1A 
Krylov. ‘the Estonian o11 industry is the main customer of this lant . 
which produces machinery for a new gas plant in Kohtla Jdrve 

Aside from this the plant produces spare parts for agricultu : 

on a limited scale. Vor satisfactory work the plant was awarded 150,000 
rubles from the USSR Hoard of Ministers in December 19))6 » and 75,000 rubles 
by the USSR Central Gas Authority in February 197. New machinery arrived 
dn 19L6, allegedly fron Russia but possibly from Germany. The 1946 pro- 
duction was valued at sixteeu million rubles, Production is scheduled 

te reach fifty million rubles in 1950. 


the Kalinini Locomotive itepair Plant consists of a locomotive repair shop, 
& railway car repair shop, 4 copper foundry, a forge, and an iron foundry. 
A big compressor was installed in 19h6. ‘he plant was almost entirely 
destroyed during the war and is still being repaired. Material for re= 
pairs arrived =~ allegedly from Velikie Luki; Dnepropetrovsk’ and Volo sda m= 
but more likely, again, from Germany. Fifty lecomotives were repaired 

in 1946. according to the New Five Year Plan, 13,500,000 rubles are to 

be invested in this plant, which is to have 1,000 workers and a capacity 
of ten Locomotives per month in 1950. 


The STKVL Machine Mlant produces agricultural machines, especially cultiva- 
tors. tt iIs to te greatly developed under the New Five Year Plan. 
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